go  FREDERICK WINSLOW TAYLOR
Here at Boxly a much better grade of green was thought necessary, and the lack of success in the first years of effort became a strong stimulus to find the reason of the failure and the requirements for success.
Dr. Taylor never lost an opportunity to inquire into any interesting turf, wherever it might be found, and several times brought here samples of particularly fine turf from other parts of the country, replanted them here, and watched their progress and noted the interested results. They were mostly negative, owing to the severe climate. It was afterwards determined that the fescue, a most desirable grass, was best suited to a cool climate and would not thrive as some of the other grasses in this particularly hot and often humid atmosphere. This conclusion was accepted only after a long series of tests in great variety.
The very fact that the red fescue was a difficult grass made it all the more interesting to find out how to grow it successfully, hence the perseverance. Dr. Taylor's discussion of his results and conclusions have been published in the American Golfer. So I shall give only an account of what was done.
In 1909 forty-two germinating experiments were started to discover the best way to germinate seeds and to sustain the early growth of the grass. In planning the tests each test had one condition of soil different from any other, and records were kept of the entire soil construction and of the progress of the growth. By the term "soil construction" is meant the physical composition, the kinds and proportions of materials, the thickness and depth of the different layers, etc.